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UNCLASSIFIED 

PAGE 01 STATE 278760 

70 

ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 RSC-01 /019 R 
66605 

DRAFTED BY: COMM/BIC/OIM/LAD:VEICHER 
APPROVED BY: EB/OCA/REP:JBRABENS 
COMM/B IC/OIM/L AD : TKB REWER, CMM 
COMM/BTC/OTM/T . AD:BJC AHTT ,T RMD 
NC/ARA/STATE: TSONANDRIS (DRAFT) 

126797 

R 201644Z DEC 74 
FM SECSTATE WASHDC 
TO AMEMBASSY CARACAS 

UNCLAS STATE 278760 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUB J : MEDICAL/HOSPITAL EQUIPMENT EXHIBIT 

REF: EICHER/SWETT TELCON 1 1/21/74, CARACAS A-446, 1 1 1/1 1/73 

1. OIM HAS HAD RECENT EXPERIENCE, MARCH 1975 BOGOTA SOLO, 
CANCELLATION BECAUSE HOST GOVERNMENT UNWILLING EXONERATE EXHI- 
BITION MATERIAL FROM IMPORT DUTY AND TAX REQUIREMENTS. 

2. VENEZUELAN CUSTOMS LAWS TRANSMITTED REFAIR IN EFFECT SIX 
MONTHS PRIOR INSTRU-METAL IN CARACAS, BUT EXHIBIT MANAGERS 
STILL EXPERIENCED CUSTOMS PROBLEMS. SEE FINAL SHOW REPORT 
WHICH RECOMMENDS, FOR FUTURE SHOWS, NATIONALIZATION OF EXHIBIT 
MATERIAL, IF DUTY RATE IS LOW. 

3. ACTION REQUESTED: TO AVOID REPETITION OFPROBLEMS NOTED 
ABOVE, USDOC NEEDS WRITTEN CONFIRMATION FROM GOV MINISTRY OF 
FINANCE (ART. 6 AND 66 OF CUSTOMS LAW) THAT EXHIBITION MATERIAL 
CAN ENTER VENEZUELA WITHOUT PAYMENT OF DUTIES OR TAXES. 

BONDED WAREHOUSE FACILITIES REQUIRED AT EXHIBIT AND FOR 90-DAY 
FREE STORAGE PERIOD AVAILABLE FOR NTM FIRMS. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 278760 

4. FYI: EXHIBITORS WILL BE ADVISED TO AIR SHIP, IF POSSIBLE. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE278760 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COMM/BIC/OIM/LAD:VEICHER 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740371-0840 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741218/aaaaapeu.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 74 EICHER/SWETT TELCON 11/21/74, 74 CARACAS A-446, 74 111/11/73 

Review Action: RELEASED, APPROVED 

Review Authority: MorefiRH 

Review Comment: n/a 

Review Content Flags: 

Review Date: 26 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 SEP 2002 by ReddocGW>; APPROVED <06 JAN 2003 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MEDICAL/HOSPITAL EQUIPMENT EXHIBIT 
TAGS: BEXP, VE 
To: CARACAS 
Type: TE 
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